KEY JACK 


vi 6CL6 
6CL6 DRIVER BAND SWITCH 
epee CRYSTAL OSCILLATOR REAR) WARER FINA 


VARIES WITH 


VARIES NEUTRALIZING STUB 


WITH 100 
CRYSTAL MF C28 
ACTIVITY as 


-005 
L.IMH el ‘4 


ee 
O 20 
AP 
bik 
gauze 
Of 4 ZO 
GRID 
METER 
= = ArOK + 7 350V SWITCH 
aah 6DE? 
V5 Rees MODULATOR p55 
= 1MEG 
12AX7 fe 
wintite Coa Le an 
005 
Riz £30 om & © 7 2 
601 GID \ Rg \ C327 
--- }) / — Tf}-~-= ; 2)—-= 
“100K ‘ e af NS 
AUDIO > @) 
Pla GAIN Ponies 
2.2 MEG 35 
R23 R26 6 FUNCTION ! 
3300 100 33K 28 SWITCH 
Burl 2w C36 10 b REAR LUGS 
A 2w ' 
f 
aS 
OO) 
NOTES: 
ALL RESISTOR VALUES ARE 1/2 WATT UNLESS SPECIFIED OTHERWISE. 
ALL RESISTOR VALUES IN OHMS; K = 1000, MEG = 1,000,000, 
ALL CAPACITOR VALUES IN j:fd UNLESS SPECIFIED OTHERWISE, 
ALL SWITCHES, EXCEPT THE CRYSTAL SWITCH, ARE VIEWED 
FROM THE REAR. THE CRYSTAL SWITCH IS VIEWED FROM THE 
P SHAFT END. 
Schematic of the HEATHKIT® FUNCTION SWITCH SHOWN IN OFF POSITION. 
BAND SWITCH SHOWN IN 80 METER POSITION. 
AMATEUR TRANSMITTER INDICATES VOLTAGE READINGS. 
VOLTAGES TAKEN WITH FUNCTION SWITCH IN AM POSITION. 
Model Dx - 608 VOLTAGES TAKEN WITH AN 11 MEGOHM INPUT METER, v3 
VOL TAGE READINGS ARE DC UNLESS SPECIFIED OTHERWISE. < 
VOLTAGES MAY VARY +10%, 6146 
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